IBV-ll-A CONF: ORATION GUIDE (M7954) 



3. System Controller Selection 

IEEE Bus 

IBV11-A is the only 
system controller on the 
IEEE bus 


Another system 
controller is connected 
to the IEEE bus 



Revision A 












































































































































